DOCKETED ITEMS       75
S. Reportable occurrences, LERs & related correspondence
8503080152   LER   84-013-01:on   841122,during   startup   after   Cycle   5   refueling outage.HPCI outboard steam supply isolation valve would not open.rendering HPCI sys inoperable.Caused by motor pinion gear installed backwards.W/850222 Itr. WALKER.J.B., JONES.G.T. Tennessee Valley Authority. 85/02/22. 3pp. 29284:284-29284:286.
8503220114 Requests assistance in obtaining end info re failure of swing diesel generator to perform safety function due to overheating caused by failure of engine louvers to open.
VASSALLO.D.B. Operating Reactors Branch 2. 85/02/28. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29482:277-29482:283.
8503140073 Interim Part 21 rept re heat load of EMD diesel engine Model 645 w/auxil-iaries & accessories.lnitially reported on 820901.Plant-specific evaluations encl. JONES,W.F. Morrison-Knudsen Co., Inc. 85/03/01. GRACE.J.N. Region 2, Office of Director. 99pp. 29351:282-29352:019.
8503150484 LER 85-005-00:on 850210.cracked weld on 3/4-inch test connection line discovered during insp following shutdown to investigate for drywell unidentified leakage.Caused by increased vibration due to missing pipe clamp.W/850301 Itr. WALKER.J.B., JONES.G.T. Tennessee Valley Authority. 85/03/01. 3pp. 29394:254-29394:356.
8503190243 PNO-ll-85-024:on 850309,unit shut down for testing to ascertain cause of discrepancies between water level indicators. Unit will remain shut down until matter resolved.
RULAND.W., CANTRELL.F.S. Region 2, Office of Director. 85/03/11. 1p. 29403:209-29403:209.
8503250427 LER 85-006-00:on 850213,mismatch of reactor water level  indicators developed.Caused by partial loss of water in ref leg.Personnel trained to rapidly diagnose water level indicator problems.W/850315 Itr. JONES.S.B., JONES.G.T. Tennessee Valley Authority. 85/03/15. 4pp.
8503260271 PNO-ll-85-029:on 850319,Unit 1 manually scrammed as part of controlled shutdown required after discovery that HPCI turbine exhaust valves failed local leak rate test on 850317.Unit 3 turbine exhaust valve also failed test. RULAND.W. Region 2, Office of Director. 85/03/21. 2pp. 29503:125-29503:126.
8503280338 PNO-ll-85-031:on 850323,fire started in clothes dryer of laundry in rad-waste bldg.Fire extinguished w/water & carbon dioxide.No radioactive contamination occurred & no airborne radiation detected. RULAND.W. Region 2, Office of Director. 85/03/25. 1p. 29551:319-29551:319.
V. Operator Examinations
6503190474 Forwards Procedure 0202.05, "Nuclear Plant Operator Training Programs," as util program of record.Ref will be made in FSARs following NRC ack procedure as program or record.
HUFHAM.J.W. Tennessee Valley Authority. 85/03/15. THOMPSON.H.L. Division of Licensing. 1p. 29409:096-29409:210.
-8503190490 Procedure 0202.05. "Nuclear Plant Operator Training Program." * Tennessee Valley Authority. 85/03/15. 114pp. 29409:097-29409:210.
DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR
F. Security, medical, emergency & fire protection plans
8503120690 Requests mod to Rev 1 to radiological emergency plan to include encl addl info,per re view. Plan reviewed against App E to 10CFR50,Rev 1 to Reg Guide 2.6 & ANSI/ANS-15,16-1982 requirements.Rev requested within 30 days of Itr date. THOMAS.C.O. Standardization & Special Projects Branch. 85/03/05. POULTON.B.R. North Carolina State Univ., Raleigh, NO. 4pp. 29338:050-29338:053.
8503270306 Forwards revised Pages 19,20,25,26 & 27 of Rev 1 to PULSTAR emergency plan.per NRC 850305 questions.
POULTON.B.R. North Carolina State Univ., Raleigh, NC. 85/03/20. THOMAS.C.O. Office  of  Nuclear  Reactor Regulation,  Director.  6pp.  29527:274-29527:279.
DOCKET 50-298 COOPER NUCLEAR STATION
F. Security, medical, emergency & fire protection plans
8503110363 Forwards Rev 8 to physical security plan.Changes include site bldg additions.mods.fenceline relocation & new station access badge.Rev withheld (ref 10CFR73.21).
PILANT.J.M.  Nebraska Public Power District. 85/01/24. MARTIN.R.D.  Region 4, Office of Director. 2pp. 29287:265-29287:266,
8503040224 Rev 4 to Emergency Plan Implementing Procedure 5.7.6, "Notification," Rev 5 to 5.7.7, "Activation of Technical Support Ctr & Rev 6 to 5.7.22, "Communications." W/850226 Itr.
WHITMAN.D.A., THOMASON.P.V., PILANT.J.M. Nebraska Public Power District. 85/ 02/26. MARTIN.R.D. Region 4, Office of Director. 44pp. 29183:271-29183:314.
8503050238 Notifies that NRC conducting training in generic aspects of radiation protection in order to reduce amount of time NRC personnel spends in training at facility, Encl proprietary radiological access list of trained individuals withheld. MARTIN.R.D. Region 4, Office of Director. 85/02/27. PILANT.S.M. Nebraska Public Power District. 2pp. 29210:241-29210:242.
8503050474 Advises that 841220 rev to security plan consistent w/provisions of 10CFR50.54(p) & acceptable.
JOHNSON.E.H Region 4, Office of Director. 85/02/27. PILANT.J.M. Nebraska Public Power District 1p. 29205:297-29205:297.
6503050380 Advises that 850124 rev to security plan consistent w/provisions of 10CFR50.54(p) A acceptable.
JOHNSON.EH. Region 4, Office of Director. 85/02/28. PILANT.J.M. Nebraska Public Power District. 1p. 29208:086-29208:086.
8503130354 Forwards addl info re SPDS.per 841005 commitmentFinalized list of SPDS parameters.isolation test procedure for fiber optics & description of displays for SPDS encl.
PILANT.J.M. Nebraska Public Power District. 85/02/28. VASSALLO.D.B. Operating Reactors Branch 2. 71pp. 29336:017-29337:022.
-8503130357 "Isolation Test Procedure for Fiber Optics." * Nebraska Public Power District. 84/12/13. 12pp. 29336:088-29336:099.
-8503130362 Rev 2 to "Detailed Descriptions of Displays for Cooper Nuclear Station SPDS."
LOBNER.P.R., BUCKLEY.D.W. Science Applications International Corp. (formerly Science Applications, Inc.). 503-8500000-78 R02. 85/02/01. 283pp. 29336:100-29337:022.
8503180391 Forwards Rev 5 to Rep Guide 1.97.Table reflecting present schedule for Implementation & status modified.Changes in implementation schedule anticipated as integration effort continues for all projects under Suppl 1 to NUREG-0737. PILANT.J.M. Nebraska Public Power District. 85/03/06. THOMPSON.H.L. Division of Licensing. 72pp. 29385:112-29385:183.
8503120322 Forwards Insp Rept 50-298/85-05 on 850204-07.No violation or deviation noted.
JOHNSON.E.H. Region 4, Office of Director. 85/03/07. PILANT.J.M. Nebraska Public Power District. 2pp. 29318:163-29318:169.
-8503120332 Insp Rept 50-298/85-05 on 859204-07.No violation or deviation noted.Major areas inspected.-radiological environ monitoring program.including organization,mgt controls & training.
WISE.R.. MURRAY.B.. JAUDON.J.P. Region 4, Office of Director. 85/03/07. 5pp. 29318:165-29318:169.
P. Operating license stage documents & correspondence
8503070194 Final response to FOIA request for INPO documents re event repts.Forwards Apps N & O documents.Documents also available in PDR.Eighteen documents withheld (ref FOIA Exemption 4).
DIRCKS.W. Office of the Executive Director for Operations. 84/09/20. TOTTEN.M. Critical Mass Energy Project. 6pp. 29280:038-29281:161.
-8304050308 Forwards "Evaluation of Cooper Nuclear Station, 1982," per INPO audit during Nov 1982.Corrective actions re rept recommendations in progress.Rept will be available to public no later than 830328. BUNTAIN.R.E. Nebraska Public Power District. 33/03/24. COLLINS.J.T. Region 4, Office of Director. 2pp. 29281:071-29281:107.
-8304050310 "Evaluation of Cooper Nuclear Station, 1982."
*  Institute of Nuclear Power Operations. 83/03/31. 35pp. 29281:073-29281:107,
8412130097 Submits addl info re debris strainers & standby gas treatment sys use while purging.per NRC request.Evaluation of effect on standby gas treatment sys from LOCA flow through isolation bypass valve encl. PILANT.J.M. Nebraska Public Power District. 84/12/07. VASSALLO.D.B. Operating Reactors Branch 2. 16pp. 27906:031-27906:046.
8503040414 Application for amend to License DPR-72,revising Proposed Change 16 to Tech Specs re reorganization & definition of operable. PILANT.J.M. Nebraska Public Power District. 85/02/22. VASSALLO.D.B. Operating Reactors Branch 2. 1p. 29177:346-29177:349.
-8503040418 Proposed Tech Specs revising Proposed Change 16 re reorganization & definition of operable.
*  Nebraska Public Power District. 85/02/22. 3pp. 29177:347-29177:349.
8503060112 Responds to 850130 telcon requesting info re automatic depressurization sys accumulator gas supply & verification of Class 1 seismic automatic depressurization sys components.per TMI Item II.K.3.28. PILANT.J.M. Nebraska Public Power District. 85/02/26. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 29235:088-29235:089.
8503060522 Application to amend License DPR-46,consisting of Proposed Change 17 to Tech Specs revising Pages 62 & 217 re Table 3.2.C & major design features.respectively,
PILANT.J.M. Nebraska Public Power District. 85/02/28. VASSALLO.D.B. Operating Reactors Branch 2. 1p. 29236:189-29236:191.
-8503060530 Proposed Change 17 to Tech Specs.revising Pages 62 & 217 re Table 3.2.C & major design features.respectively.
*  Nebraska Public Power District. 85/02/28. 2pp. 29236:190-29236:191.
8503180332 Forwards summary of 850301 meeting at Region IV ofc re status of liquid radwaste sys commitments. Meeting beneficial in providing understanding of status of commitments.
JOHNSON.E.H. Region 4, Office of Director. 85/03/11. PILANT,J.M. Nebraska Public Power District. 2pp. 29383:103-29383:105.
-8503180337 Summary of 850301 meeting w/util in Arlington.TX re status of liquid radwaste sys commitments.
JOHNSON.E.H. Region 4, Office of Director. 85/03/08. Region 4, Office of Director. 1 p. 29383:105-29383:105.
8503250016 Informs that evaluation of actions taken as result of LRS Consultants 1983 audit began on 850310 by C Rice,per 850313 telcon.Evaluation will be completed during following wk.
KUNCL.L.G, Nebraska Public Power District. 85/03/13. MARTIN.R.D. Region 5, Office of Director. 1 p. 29494:150-29494:150.
8503250397 Requests payment of addl fee for 840229 application for Amend 90 to License DPR-46,cnanging Tech Specs re NUREG-0737 items. DIGGS.R.M. License Fee Management Branch, 85/03/15. PILANT.J.M. Nebraska Public Power District. 1p. 29500:045-29500:045.nessee Valley Authority. 85/01/31. 11pp. 29277:098-29277:108.
